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Columbia U. Design Course 
Committee Personnel, IES List of 
1968-1969 
1969-1970 
Committee to Organize for Growth, 
Report on .... 3-7A; 11-7A 
Computers in Lighting Symposium. 11-5A 
Courses in Illumination 
Advance List of 
ASTM Seminar 
Certified Lighting 
Chicago Lighting Institute. . 
Colorado, Univ. of 
Columbia University 
Michigan Section 
N. Y., City College of 
New York Section 
Rochester Section 
Tar Heel Section 


1-9A; 7-13A 


D 


Designers Lighting Forum 
5-7A; 7-12A; 11-7A 
Directors, 1968-1969, List of ....... 4-24A 
Distinguished Service Award, 1969 
9-7A; 11-9A 
Dorman, William H., Fellow. ..9-6A; 11-8A 
Down East Chapter Formed .... 8-16A 





E 


Environmental Control Seminar.... 
European Lighting Congress 
Evans, G. S., Fellow 


5-5A 
12-8A 
..9-6A; 11-8A 


F 


Fellows Elected, 1969 
Freund, Karl, Obituary 
Fry, G. A., Gold Medal Address .. 


9-6A; 11-8A 
6-7A 
. 11-13A 


G 


Gold Medal Award, 1969 
Acceptance Address 
Fry, Glenn A. 
Nominations Procedure 
Golden Gate Section Fountain . 


H 


Hamilton Chapter Electrical Main- 
tenance Forum . 


... 1-10A 
Highway Fog Research Center .... 


3-10A 


IERI Executive Committee . 
IERI Visibility in Driving 
Symposium 10-6A 
IES Board of Directors, 1969- 1970.. 10-20A 
IES Charter Member, Last 
IES Directors, 1969-1970 
IES Emblems Available ... 
IES Gold Medal ..... 
IES Gold Medal, Picture of . 
IES Group Insurance 
IES Life Insurance Plan .. 
IES Lighting Competition, National 
Winners ... 11-7A, 11-16A 
IES Lighting Competition—Region- 
al Winners 
IES National and Local Officers 
1968-1969 
1969- 1970 


10-6A 


ot ttle 
1969-1970 
IES Publications, List of | 
IES Training Workshop 
Illumination Course, U. of Colorado 
Illumination Courses and Seminars, 
List of . ..10-12A; 11-30A; 12-22A 
Installations— 
Light Sculpture ..... 
ISCC Symposium .... 


National and Local, 

.... 726A 
6-33A 
7-11A 
5-7A 


4-40A 
1-7A 


J 


Jarvis, Sidney E., Obituary . # 


K 


Kaufman, J. E., in Japan 
Keely, Betty, Field Director 
Keller, C. C., NEMA President 


L 


Landscape Lighting Seminar. .4-12A; 
Leary, Richard E., Obituary 
Letters 

Oe Oe i 2-20A; 

Frederick, G. W. 

Gaetjens, A. K. 

Wintringham, W. T. .... 
Lighting Design Seminar, New York 
Lighting Education Symposium ... 
— New Name for BLBS 


New: 
tang! Island Chapter Chartered 
8-16A 


M 


Meissner, Oscar, Retirement 
Milwaukee Roadway European Tour 
Murphy, Francis H., Obituary .... 


Mc 


MeNail, John W., Obituary 


N 


National and Local Officers, List of 
1968-1969 


National Technical Conference, 1969, 
Report on 

NEMA Street Lighting Section..... 

News for Overseas Members 

2-10A; 4-14A; 5-8A; 6-16A 

Northwest Electric Light and Power 
Association Architects/Engineers 
Seminar 


Obituaries 
Caudle, W. R. .. 
Freund, Karl 
Hardman, W. S. 
Jarvis, Sidney E. 
Leary, Richard E. 
MeNail, John W. 
Murphy, Francis H. 
Strom, Charles G. 
Stuart, W. T. 
Wakefield, A. F. 
Webber, Mary E. 
Williams, S. B. 

Organizing for Growth . 
Changes on the Horizon 


- Soclety 


p 


Photometry Course, ITL 

Plastics Education Foundation .... 
President’s Address, R. M. Zabel.. 
Producers’ Council A.S.R.I. Pro- 


11-12A 


Ragland, J. S., Retires 
Redwood Empire Chapter Charter 


Regional Conference Highlights, 
1969 


S 


San Francisco Lighting Show 

Section/Chapter Board of Managers, 
1969-1970 

Section and Chapter Officers, IES 
968-1969 


1969-1970 
SMPTE Conference 
Strom, Charles G., Obituary 
Stuart, W. T., Obituary 
Sustaining Members, List of 

1-17A; 5-19A; 9-28A 

Symposium on Visibility and Driv- 

ing 6-7A 
Symposiums on Performing Arts .. 4-11A 


Tt 


Tar Heel Architects Seminar 
Tennesse Valley Lighting Course .. 
Thayer, Richard N., Retires 
Today’s Challenges in Lighting 

1-7A; 1-11A; 3-12A 
Trafalgar Square Floodlighting. . T-12A 
Traffic Research Reported 
TTFL Symposium 
TV Demonstration Studio 
Tylor, A. S., Retires 


U 


University of Toronto Seminar 

Urban Lighting Forum 

Urban Lighting Symposium . .8-16A; 10-5A 
USASI Changes Name 

USASI New Headquarters 

USITT Seminar 


Visibility and Driving Symposium...” 9-7A 


Visual Criteria Seminar 


Ww 


Wakefield, A. F., Obituary .. 
Webber, Mary E., Obituary .. 
Williams, S. B., Obituary 
Wisconsin Valley Lighting Club 
Wotton, Ernest G., Fellow 


Z 


Zabel, R. M., Presidential Address 





